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Photo shows the Yen-yai vertical shaft at the Ta-t'ung Coal 
Mine. This shaft wa« designed by the Peiping Coal Design Institute 
and put into production in 1962. It ha™ an annual production 
capactiy of 900,000 tone, The equipment of the shaft are all of 
Chinese manufacture. 
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